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Pillow every step you take in Massagic Air 
Cushion Shoes. Their soft, resilient cushion 
is 60% air! Try America's Number One 
foot-comfort shoe today. 


• Yields with Every Step 

• Absorbs Shocks, Jars 

• Keeps You Foot-Fresh. 









